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Message Text 


UNCLASSIFIED 

PAGE 01 WARSAW 00834 101247Z 

43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

004094 

R 101200Z FEB 76 
FM AMEMBASSY WARSAW 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9728 

UNCLAS WARSAW 0834 

COMMERCE PASS BEWT/TDAD AND OED/TOP/ARICE 

E.O. 11652: N/A 
TAGS: BEXP, PL 

SUBJECT: PRIVATE TRADE OPPORTUNITY; SPECIAL HANDLING: 

EQUIPMENT FOR MANUFACTURE AND TESTS OF STEEL/FORGED/ 

AND CAST STEEL VALVES, ASSEMBLY LINE. 

1. 455/0026/P 

2. 2/2/76 

3. A. HERTZBERG 

4. 455 POLAND 

5. BIPROTOR, DESIGN OFFICE FOR PRODUCTION ORGANIZATION AND 
ENGINEERING (BIURO PROJEKTOWANIA TECHNOLOGII I ORGANIZACJI 
PRODUKCJI, BIPROTOR) 

6A. REPLY TO— 

6B. MR. W KOSMAL 

6C. BIURO PROJEKTOWANIA TECHNOLOGII I ORGANIZACJI PRODUKCJI, 
ONPROTOR /BIPROTOR. DESIGN OFFICE FOR PRODUCTION ORGANIZATION 
AND ENGINEERING/ 

MODLINSKA STREET 15 
03-216 WARSAW, POLAND 

7. PHONE: 11 15 01 AND 11 15 21 

8. N/A 

9. 101 

10. 35418XX - 1000 TECHNOLOGY, MACHINE TOOLS AND EQUIPMENT 
FOR MACHINING OF VALVE BODIES, VALVE CAPS, VALVE SPINDLES, 
VALVE HEADS AND OTHER VALVE PARTS. ASSEMBLY EQUIPMENT MUST 
BE FULLY AUTOMATED (DEPENDING ON TECHNOLOGY AND ASSEMBLY 
UNCLASSIFIED 

UNCLASSIFIED 
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38230XX-0100 VALVE-TEST EQUIPMENT DESIGNED TO MEET PARA- 
METERS AS FOLLOWS: 

A) FOR WATER TIGHTNESS TEST OF VALVE BODY AND CAP. WATER 
TEMPERATURE MUST NOT EXCEED 40 DEGREES C. FOR DETAILED 
TEST DATA SEE TABLE 1 

B) FOR CLOSURE TIGHTNESS TEST (WATER)- WATER TEMPERATURE 
SHOULD NOT EXCEED 40 DEGREES C. PARTS TO BE TESTED SHOULD 

BE DE-AERATED TO AVOID DEFORMATIONS AND COMPRESSIVE STRESSES. 
TIGHTNESS IS TO BE TESTED BY USE OF MANOMETER FOR PARTS NOT 
EXCEEDING 150 MM IN DIAMETER. PRESSURE MUST NOT DROP MORE 
THAN ONE PERCENT DURING TEST. 

FOR PARTS EXCEEDING 150 MM IN DIAMETER, CLOSURE TIGHTNESS 
TEST IS TO BE PERFORMED BY OBSERVING THE SEALING SURFACES. 

NO LEAKAGE MUST BE OBSERVED ON TEST SURFACES. FOR DETAILED 
TEST DATA SEE TABLE 1. 

C) EQUIPMENT FOR ADDITIONAL TESTS: 

- VALVE CAPS AND GATES ARE TO BE SUBJECTED TO AIR TIGHTNESS 
TESTS. FOR TEST DATA SEE TABLE 2. 

- STEAM TESTS ARE TO BE PERFORMED ON 2 OR 3 RANDOM SAMPLE 
UNITS. NO STEAM EJECTION IS ACCEPTABLE. PRODUCTS WITH 
POSITIVE WATER TESTS ARE SUBJECTED TO 5-MINUTE STEAM TESTS 
(HEATING TIME OF PRODUCTS TO BE TESTED IS NOT TO BE 
INCLUDED IN TEST TIME). FOR TEST DATA SEE TABLE 1 AND 2. 

TABLE I (VALVE TESTING) 

VALVE GATE DIAMETER 
-MM 100 100-300 OVER 300 

TEST TIME 

- MINUTES 2(MAX) 3(MAX) 5(MAX) 

NOMINALSRRESSURE 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 WARSAW 00834 101247Z 

- KG/CM2 40 64 100 

TEST PRESSURE 

- KG/CM2 60 96 150 

CLOSURE TIGHTNESS TEST - WATER 

TEST PRESSURE 
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-KG/CM2 40 64 100 

TEST TIME 

- MINUTES 2(MAX) 3(MAX) 5(MAX) 

STEAM TEST 

TEST PRESSURE 

- KG/C. 2 22 26 42 

TEST TEMPERATURE 

- DEGREES C 450 450 450 

TABLE 2 (VALVE CAPST AND GATES) 

AIR TIGHTNESS TEST 

ASA STANDARDS 150 300 600 900 

TEST PRESSURE 

- KG/CM2 7 60 TO 80 

WATER TEST 

ASA STANDARDS 150 300 600 900 

TEST PRESSURE 

- KG/CM2 29.9 77.3 152.9 228.9 

STEAM TEST 

TEST PRESSURE 

-KG/CM2 10.5 21.5 42.2 63.3 

TEST TEMPERATURE 
UNCLASSIFIED 

UNCLASSIFIED 
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DEGREES C 

A) CARBON STEEL 260 454 454 454 

B ) ALLOY STEEL 454 524 524 524 
C) ACID-PROOF STEEL 607 607 607 607 

INTERESTED FIRMS ARE REQUESTED TO MAIL SOONEST TECHNICAL 
LITERATURE, CATALOGS AND TENDERS INCLUDING PRICES DIRECTLY 
TO MR. W. KOSMAL AT BIPROTOR. TECHNICAL DRAWINGS AND 
PRODUCTION CAPACITY PROGRAM WILL BE MAILED TO TDAD UNDER 
SEPERATE COVER. 

11. BIPROTOR HAS ALREADY CONTACTED GERMAN, FRENCH AND 
JAPANESE FIRMS. POLAND IS ALSO INTERESTED IN PRUCHASING 
EQUIPMENT FOR THE FOUNDRY AND FORGE WHICH WILL BE 
INTEGRATED INTO THE NEW PLANT. TRADE OPPORTUNITIES FOR THIS 
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EQUIPMENT WILL BE SENT SOON. 

DAVIES 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976WARSAW00834 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760050-0751 
From: WARSAW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760262/aaaaccgt.tel 

Line Count: 171 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 4 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 SEP 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 SEP 2004 by meiwc>; APPROVED <08 SEP 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY; SPECIAL HANDLING: EQUIPMENT FOR MANUFACTURE AND TESTS OF STEEL/FORGED/ 
TAGS: BEXP, PL 
To: COM 
Type: TE 
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